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testator. Quebec law regards the revocation as effective even
though the testator is not present at its destruction. If therefore
a will is destroyed by an agent in pursuance of instructions
given to him by a testator domiciled in Quebec, it would be
perverse to contend that, should its contents be ascertainable,
it would be revived were the testator to die domiciled in
England.